Registered No. HSE -49/2016 


ప్రదేశ్ ప్రభు 


సభుత్వం 


ఆంధ్రప్రదే 


KUA 


ANDHRAP 


आध्रप्रदेश 


a 


" 
HRA 
PRADESH 


= 


9 


RIGHT TO 
INFORMATION 


సత్యమేవజయతే 


ఆంధ్రప్రదేశ్ రాజపత్రము 
THE ANDHRA PRADESH GAZETTE 

PUBLISHED BY AUTHORITY 


W .No. 37 


AMARAVATI, MONDAY, SEPTEMBER 16 , 2019 


G . 285 


PART I - NOTIFICATIONS BY GOVERNMENT, HEADS OF DEPARTMENTS 

AND OTHER OFFICERS 

- - X -- 
NOTIFICATIONS BY GOVERNMENT 


LABOUR EMPLOYMENT TRAINING & FACTORIES DEPARTMENT 

(Lab - II ) 
THE BOILERS ACT, 1923 AND INDIAN BOILER REGULATIONS , 1950 - BOILER 

NO . AP / 2626 AT RAYALASEEMA THERMAL POWER PROJECT, V . V .REDDY 
NAGAR , KADAPA DISTRICT - EXEMPTION FROM SUB - SECTION (C ) OF SEC 
TION 6 OF THE BOILERS ACT, 1923 FOR A PERIOD OF 6 (SIX ) MONTHS FROM 
02 .07 . 2019 TO 01.01. 2020 . 


[GO. Rt.No .431, Labour Employment Training & Factories (Lab - 11), 

16th September, 2019 .] 


NOTIFICATION 


In exercise of the powers conferred under sub - section (2 ) of Section 34 of 
the Indian Boilers Act, 1923 , Government of Andhra Pradesh hereby exempts the 
Boilers Act, 1923 and Indian Boiler Regulations, 1950 - Boiler No . AP - 2626 at 
Rayalaseema Thermal Power Project, V . V .Reddy Nagar, Kadapa District from 
the provisions of sub -section (c ) of Section 6 of the Indian Boilers Act for a period 
of 6 (Six ) months from 02 . 07 . 2019 to 01. 01. 2020 , subject to the following 
conditions : 


ANDHRA PRADESH GAZETTE , September 16 , 2019 


1. 


The inspection fee of Rs. Rs . 1 ,03,000 /- paid on 02 .05 . 2019 is adjusted 
towards inspection of Boiler and Steam pipe line during working carried 
out on 15 .07 . 2019 for the purpose of exemption . 
During the exemption period, the Boiler shall be used in accordance to 
the provision of the Boiler Act, 1923 , the Boiler Attendants , Rules , 2011 
and the Boiler Operation Engineer s Rules , 2011 . 
Any repair during the period of exemption shall be carried out only after 
obtaining the permission from the Director of Boilers , Andhra Pradesh , 
Amaravati. 
No further exemption shall be granted to the boiler. After the exemption 
period , the Boiler shall be offered for inspection . 


3 . 


4 . 


B . UDAYALAKSHMI, 
Principal Secretary to Government. 
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